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THE LAST HOPE ANIMAL 
PRESERVE & SHANNON STEPPES 


7800 SHIPMAN RD 
CORUNNA, Ml 48817 


Customer ID: 18311 
Certificate: 34-C-0194 

Site: 001 

THE LAST HOPE ANIMAL 

Irrspection 

Type; ROUTINE INSPECTION 
Date: AUG'27-2003 


No noci-compliant items identified this inspection. 
Inventory: 5 tigers & 1 lion 
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